CORNER I.D, 
MONUMENT RECORD | 


STATE OF INDIANA - COUNTY OF MONROE 
SECTION 24 » TOWNSHIP___8 N , RANGE__1 W 


MONUMENT DESCRIPTION & REMARKS 
FOUND LIMESTONE WITH 2" IRON PIPE. 


¥-14 


STONE= 0.35' x 0.50' x 0.90' OUT OF GROUND. 


STONE IS A LITTLE LOOSE IN GROUND. NO "xX" 










Be ON. 
| 7“ WHITE OAK 


4RON PIPE 






(@) AT CORNER 


~~ SO N 
m™ PK NORTH SIDE 
25" RED OAK PK SOUTH SIDE 
5° SMOOTH BARK 
. HICKORY ‘ 


NOT TO SCALE 
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STATE OF INDIANA 
COUNTY OF_MONROE 


I, EDMUND 0. FARKAS HEREBY CERTIFY THAT THIS 
DOCUMENT WAS PREPARED UNDER MY DIRECTION IN ACCORDANCE 
WITH THE PROVISIONS OF SECTION 17-3-64-4 - 17-3-64-8 OF 
THE INDIANA CODE, BEING AcTs OF 1965, CHAPTER 319; AND 
THE ABOVE DATA IS GIVEN UNDER MY HAND AND SEAL 

THIS. 13 TH DAY OF DECEMBER , 1990 A.D, 
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